View Showing the Aerator of the Little River Water-supply at Springfield, Mass., the Administration Building, and the
Regulator House of the Filter.    Hazen and Whipple, Consulting Engineers.

(Courtesy of Mr. Elbert E. Lochridge, Chief Engineer.)
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